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>roject 


VEHICLE 


OFFICE OF SPECIAL ACTIVITIES 

RECAPITULATION OF AIR ACTIVITIES, WEEK MDING^lOecemberaggS 

APPROVED 

E DATE TARGET COUNTRY SPECIAL GROUP 


idealist 

^A(~!KT,E/ 


25X1 A 




sions 


U-2 


DECEMBER China Mainland 


Approval 

Deferred 


No missions flown during this 
reporting period. Detachment 
performed periodic maintenance 
on single aircraft assigned. 
Aircraft will not be operationally 
ready until after test flight 
which is scheduled for 0500Z, 

19 December 1963. 


1 Mission 


U-2 DECEMBER South Laos 


4 Dec 63 


Comments as above apply to this 
mission . 


IDEALIST 


25X1 A 


5 Mi ssions U-2 

I 


25*6 

DECEMBER 


17 Dec 63 


Mission 3253 successfully flown 

13 Dec 63. Estimated 40% coverage 
of targets programmed. 

Mission 3254 successfully flown 

14 Dec 63. Estimated 25% coverage 
of targets programmed. 


Mission 3255 alerted for 15 Dec 63 
Subsequently cancelled due to 
success of mission 3254 . 
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OFFICE OF SPECIAL ACTIVITIES 


RECAP ITULAT I ON OF AIR ACTIVITIES ; WEEK ENDING 18 December 1963 

APPROVED 

VEHICLE DATE TARGET COUNTRY SPECIAL GROUP ACTION 


IDf .1ST 

2MA 


Cont ' d 


25X1 A 


No activity during this reporting period. 

cc( DC I 
ER 

DD/S&T 

SA/DD/S&T 

DDP/SGO 

I ! 25X1 A 


Mission 3256 successfully Flown 
18 Dec 63. Estimated 50% coverage 
of targets programmed. 

Mission 3257 Alerted for 19 Dec 63. 

Mission 3258 Alerted for 20 Dec 63. 
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